1.  Incident  Name 

Gold  King  Mine  Blowout  A8K9 

2.  Operational  Period  (Date/Time) 

From:  8/13/2015  0700  To:  8/15/2015  0700 
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| 3.  Incident  Objective(s)  j 

- Continue  private  water  well  call  tracking,  follow  up  actions  and  owner  communications. 

- Continue  sampling  plan  and  develop  strategy  to  mitigate  risks  due  to  sediment  in  the 


river. 

- Continue  river  assessment  through  sediment  and  water  sampling. 

- Continue  management  of  adit  discharge  and  develop  call  down  verification  (CDPHE). 

- Effectively  communicate  with  public  and  stakeholders  utilizing  a multi-faceted 
communication  strategy  to  dissemination  results. 

- Ensure  health  and  safety  of  the  public  and  response  management  personnel. 

- Develop  a means  to  assess  the  economic  impact  upon  affected  communities 

- Coordinate  with  the  Colorado  Division  of  water  and  other  stakeholders  to  assess  and 
begin  flushing  ditch  status 

Provide  water  of  appropriate  quality  for  specified  use. 

Develop  Veterinarian  Consortium,  including  Colorado  Extension. 

- Continue  to  treat  water  at  the  mine. 

- Stabilize  mine  road  to  ensure  access  8/12/15. 

Prepare  for  mine  dump  stabilization. 

- Continue  adit  discharge  management,  treatment  and  sampling. 


4.  Operational  Period  Command  Emphasis 

Communication  openness  and  transparency  with  community  and  stakeholders 


5.  Safety  Objectives  for  Operational  Period 


Report  all  injuries  to  command  post 


□ Approved  Site  Safety  Plan  Located  at: 


6.  Prepared  by: 

(Plannina  Section  Chief): 

Date/Time: 

7.  Approved  by: 

(Incident  Commander): 

Date/Time: 

INCIDENT  OBJECTIVES 


ICS  202-EPA  (Rev  4/07) 


ED  000552C  00009945-00001 


